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FOREWORD 







The material for this study was prepared for the Historical 
Division, EUCOM, by a group of former German generals, general 
staff officers, and tank maintenance specialists. The principal author. 
General Burkhart H. Mueller-Hillebrand, served as aide to the Chief 
of the Army General Staff before assuming command of an armored 
regiment on the Russian front. Successively appointed chief of staff 
of a panzer corps and a panzer army, he saw action in the Ukraine, 
Poland, and East Prussia. 

The reader is reminded that all publications in the GERMAN RE- 
PORT SERIES were written from' the German point of view, and 
that the procedures of the German Army normally differed widely 
from those of the United States Army. “German Tank Maintenance 
in World War 11” will be of interest to persons who want to compare 
the United States and German systems of tank maintenance. 
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CHAPTER 1 
INTRODUCTION 



I 



I. Th« C«ntralizMl Tank Maint«nonc« Syttom 

Even before the outbreak of World War II, German experts in 
armored warfare realized that a well-functioning tank maintenance 
system would be essential. Initially, a centralized ^stem was planned 
in which only minor repairs would be carried out in the fidd, and 
tanks that had sustained more serious damage would be returned to 
the factory of origin in the zone of interior. 

During the short Polish campaign in September 1989, this system 
worked well and very few difficulties were encountered. As soon as 
Poland had been conquered, the armored divisions returned to their 
respective peacetime garrisons in Germany, where all vehicles were 
quickly repaired and restored to maximum efficiency at depot main- 
tenance installations and tank production plants. 

The French campaign of May-June 1940 presented only a few main- 
tenance problems. Minor organizational deficiencies that had first 
cropped up during the Polish campaign were corrected and the 
strength of the organic maintenance personnel was increased. A large 
tank spare parts depot, from which the armored forces drew their sup- 
plies, was established in northern France. At the end of the cun- 
paign, which lasted only 6 weeks, most of the armored divisions 
returned once more to their garrisons in Germany. Those divisions 
remaining in France were able to utilize the services and facilities of 
the many former French Army repair shops. Moreover, the distance 
to the tank factories in Germany was relatively short. As a result, all 
armored divisions were combat-ready shortly after the conclusion of 
tile French campaign. 

During the campaigns in the Balkans in the spring of 1941 the Ger- 
mans committed numerous panzer divisions. These campaigns were 
also short and involved few tank losses, most of them caused by bad 
road conditions and accelerated march movements during which it was 
not always possible to perform preventive maintenance. After the 
conclusion of the operations against Yugoslavia and Greece, the 
armored divisions were rehabilitated in the zone of interior and trans- 
ferred to assembly areas for the campaign against Bussia. 



*This publication replaces DA Pam 20-202, June 1954. 
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When German armored units first landed in North Africa in Feb- 
ruary 1941, it was realized that a rigidly centralized maintenance sys- 
tem was not feasible in the new theater. Since relatively few damaged 
tanks could be returned to the zone of interior, greater emphasis had to 
be placed on field maintenance. As the German Army became more 
heavily engaged in Bussia, the supply situation within the North 
African theater grew precarious and tank maintenance personnel had 
to rely mainly on improvisation and cannibalization. 

For the Bussian campaign the Germans intended to apply a slightly 
modified, but essentially centralized ^stem of tank maintenance. Most 
of the tank repairs were still to be performed in the zone of in- 
terior. On the other hand, each of the three army groups in the 
Bussian theater waa to have a spare-parts depot. Improved main- 
tenance vdiicles, recovery vehicles, and better shop equipment were 
issued to the maintenance units in the field. No further planning was 
considered necessary because both the military and the political leaders 
Assumed that military operations would reach their climax during the 
autumn of 1941 and that most of the armored forces would return to 
Germany before the winter. Those remaining in the Bussian theater 
would be withdrawn from action and rehabilitated in suitable areas 
during the winter months. 

U. The 0>llopse of the Centralized System 

Once the Bussian campaign got under way, the need for timlc main- 
tenance installations and the demand for spare parte increased lei^ 
and bounds. German tank losses in Bussia were far heavier than 
during the preceding campaigns. For tiie first time large numbers 
of tanks were put out of action by enemy fire and mines. With opera- 
tions being conducted over great distances under unusual conditions, 
such as extreme heat and dust in summer uid subzero temperatures 
in winter, the mechanical operation of tanks was greatly affected, 
residting in an unexpectedly high attrition rate. The tank main- 
tenance services were handicapped because only the larger towns 
contained buildings that provided even miniimiin shop and billeting 
facilities. Despite strenuous efforts, the maintenance personnel were 
unable to cope with the ever-increasing volume of repair work. The 
Gmman Army’s requirements for all types of supplies, particular^ 
ammunition, fuel, and medicid supplies, exceeded all expectations. 
The inadequate road and rail nets made it impossible to support the 
rapidly advancing armored columns. Since very little rolling stock 
was captured, the railroad tracks had to be converted from the wide 
Bussian to standard European gage. Moreover, the Bussians de- 
molished most railroad bridges and locomotive maintenance shops 
during their withdrawal. The unsatisfactory rail transportation situ- 
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ation had a disastrous efifect on the tank maintenance system at a 
time when the number of disabled tanks reached an aUtime hig^ 
Obviously the centralized ^tem of maintenance was no longer prac- 
tical, and major changes had to be introduced without delay. 

III. Decentralization 

Most of the repair work that had hitherto been performed in the 
zone of interior had to be undertaken by maintenance units in the field. 
The f oUowing measures were therefore initiated : 

a. The strength of the maintenance units in the field was con- 
siderably increased and replacements were given better technical train- 
ing. 

b. Improved equipment and more efficient recovery vehicles were 
made available. Some new special-purpose equipment was developed. 

0 . New depot maintenance installations were established in the 
Bussian theater to take over those repair functions that formerly had 
been performed in Germany. 

d. The manufacture of spare parts in Germany was stepped up to 
meet the increased demands of units in the field. 

e. The parts supply organization was radically changed in order 
to afford a more rapid and efficient distribution of spare parts. 

/. Qualified officers were given specialized tank maintenance train- 
ing before being assigned to commands in the field and to technical 
staff positions. 

g. Certain functions hitherto accomplished by top-level agencies 
in the zone of interior were transferred to headquarters in the field. 

Since such a comprehensive reorganization program could not ma- 
terialize overnight, the new system did not become fuUy effective until 
the summer of 1942. During the interim period new tank models 
were developed, and those in service were improved so that they would 
be at least equal if not superior to the excellent Russian tanls. Be- 
cause of the limited capacity of the German armament industry, it 
was not feasible to scrap obsolete tank models and replace them with 
better ones. As a result, the number of tank models and types within 
each series issued to the field forces increased steadily, which in turn 
had an adverse effect on the efficiency of the maintenance services. 

The measures designed to increase personnel strength and provide 
better equipment were carried out without much trouble, but the rest 
of the program was more difficult to execute. Large quantities of 
spare parts stored in the zone of interior were hurriedly loaded on 
trains and shipped to the Russian theater. Since the average staff 
officer was not acquainted with the intricacies of tank maintenance. 
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maoj of the treins were misdirected. Army Group South, for in- 
stenoe, received several shipments of spare parts for tank models it did 
not have, whereas Army Group Korth was in urgent need of the very 
same parts. 

During the summer offensive of 19^ the Germans discovered that 
the tank maintenance personnel were sdll inadequately trained. Sup> 
plementary on-the-job training and refresher courses were given to 
<^Boer and enlisted personnel. Manuals stressing the importance of 
safoguarding equipment and the responsibilities of first and second 
edielon maintenance were given wide distribution, Additional per- 
sonnel and equipment were provided for the maintenance units to 
assist in reducing the accumulated backlog of repairs. 

Most of the difficulties encountered in 1942 arose because decentrali- 
sation was not consistently applied. There was constant interference 
in the allocati<m of parts between depot and field maintenance units. 
Although the tranqmrtation i^stem was functioning more smootiily 
by the middle of 1942, a new and even more urgent problem was to 
overriiadow all other deficiencies of the tank maintenance system. 

IV. Now Tanks Vonus Spar* Pqrls 

The stocks of q>are parts, of which there had never been an abun- 
dance, fell below the critical level during the summer of 1942. Some 
of the armament production officials who had failed to realize the 
importance of spare parts in the field of maintenance were partly re- 
qKmsible for the seriousness of the situation. While pressing for an 
increase in the production of new tanks, tliey had neglected the urgent 
need for spare parts until it was too late and irreparable damage had 
been done. 

With its limited industrial capacity, Germany was unable to pro- 
duce more new tanks and a satisfactory amount of spare parts at the 
same time. The armored forces therefore suffered from a constant 
shortage of tank spare parts until the end of the war. 

For a better understanding of the above-mentioned problems and 
the solutions that the Germans attempted to find, it is necessary to 
analyze the organization, procedures, and operations of their tank 
maintenance services. 
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CHAPTER 2 

ORGANIZATION AND EQUIPMENT 



I. General 

Maintenance of track-laying vehicles was the function of organic 
and nonorganic units. The organic units were established exclusively 
at the company and regimental levels, while the nonorganic ones were 
attached — either as entities or in part — ^to the maintenance detach- 
ments or companies in the field to assist them in carrying out their 
mission. 

II. The Tank Maintenance Detachment 

The smallest organic unit was the maintenance detachment of the 
tank company, which was composed of 19 enlisted men. (Chart 1.) 
The senior nonconunissioned officer — the detachment leader — super- 
vised operations. He was assisted by two crew chiefs. Among the 
privates were 6 mechanics (2 of whom drove the shop trucks), 2 
radio repairmen, 2 armorers, 1 electrician, 1 welder, 1 spare parts 
clerk, and 3 drivers. Initially, wheeled equipment of the detachment 
consisted of 3 to 4 vehicles, including a motorcycle with sidecar or 
a personnel carrier, a light 1-ton half-track prime mover, and a parts 
truck. During the later phases of the Russian campaign, the T/E 
for the maintenance detachment was changed to 2 shop trucks, 2 
light 1-ton half-track prime movers, a parts truck, and 1 passenger 
car. The shop trucks were used exclusively for the transport of such 
tools and equipment as a workbench with vise, a gas welding unit, a 
hand drill set, as well as mechanics’, tinsmiths’, and electricians’ tools. 
The recovery equipment carried on the shop truck included cables, 
winches, pulleys, and jacks. The repair crews were transported on 
the prime movers. 

The detachment was responsible for on-the-spot repairs of disabled 
tanks, including soldering and welding. It was highly mobile and 
capable of operating in any terrain. The personnel were trained to 
determine the extent of damage and either perform the necessary 
repairs or arrange for evacuation by the recovery platoon of the tank 
regiment’s maintenance company. 
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HI. TIm Tank MointtnoiiM Company 

The principal function of the maintenance company of a tank r^> 
ment was to perform those repairs which could not be carried out by 
the detadunents in the tank companies. The company’s mission was 
to eliminate technical defects, repair electrical equipment, radio sets, 
tank weapons, optical instruments, damage resulting from direct hits, 
recover and remove disabled tanks frmn the battlefidd, and maintain 
stocks of spare parts. In addition, the company was responsible for 
the wel^tfe of the tank crews who accompanied their disabled vdii- 
dee to the fidd repair sh<^. The repair of the regiments wheeled 
vehides was not within the scope of a tank maintenance company’s 
reqwnsibilitiee because such an additional workload would have re> 
quired the handling of greater stocks of parts and would have ham- 
pered tank repair operations. 

The strength of the company depended upon the type of armored 
vdiidee issued to the tank regiment and varied between 120 and 200 
men. The company consisted of a company headquarters, 1 recovery 
and 2 maintenance platoons, and a weapons, a radio repair, and a 
spare parts section. (Chart 2.) 

& Oompony Headguarten, According to the T/0, the company 
headquaitera o<msisted of 2 oflioers, 8 noncommissiomd officers, and 
24 privates. Its vdiicular equipment included 6 command cars, 4 
passenger vehicles, and 6 trucks. 

Ihe cmnpany commander, preferably an <^ficer with a degree in 
automotive engineering, was directly subordinate to the commander 
of the tank regiment 

The assistant company commander, an officer with a background 
in automechanics, was req^nsible for the operation of the field repair 
shop. He direct^ and coordinated the activities of the maintenance 
platoons as well as of the weapons, radio repair, and spare-parts sec- 
tions and was responsible for all matters pertaining to repairs and 
spare parts. 

The first sergeant, assisted by a omnpany derk, was reqmnsible 
for administrative matters and had no part in.shop operations. 

The mptor sergeant, assisted by a derk, a mechanic, and three 
drivers, was responsible for the maintenance of the c(nnpany’s organic 
vehicles, induding the requisitioning of POL and spare parts. He 
assigned vehides to headquarters section personnd employed as tem- 
porary drivera* 

The mess personnd, consisting of 2 cooks and 2 assistants, oper- 
ated 2 fidd Idtchens b^use the maintenance personnd were usually 
divided into 2 edidons. Their hours of duty were long because of 
the unscheduled arrivals of tank crews accompaiying their disabled 
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ORGANIZATION OF A GERMAN TANK MAINTENANCE DETACHMENT 




Total SntBNQTH : 
3 NCO’a 
16 Privates 



16 Enlisted Men 
6 Motor Vehicles 



Dig'i.^cd 



OyGoOl’Ic 



Original from 

UNIVERSlir OF MICHIGAN 



iDiic uomain, uoogie-aiginzea / m:i:p://www.nai:nii:rusr.org/access_use^pa-googie 



8 



OiRMAN MPORT SIMM 




Digitized 



bjGt'O^Ic 



Original from 

UNIVERSITVOF MICHIGAN 



iDiic uomain, uoogie-aigiiizea / m:i:p://www.nai:rm:rusr.org/access_use^fpa-googie 



OHMAN TANK MAINTINANCi IN WOKIO WAK II 



9 





Dig'i.^cd oy CtOOj^lc 



Original from 

UNIVERSlir OF MICHIGAN 



iDiic uomain, uoogie-aigiiizea / m:i:p://www.nai:rm:rusr.org/access_use^fpa-googie 



10 



vehicles to the fidd repair shop. In some instances, the feeding of 
such tank crews was taken care of by the casual company attached 
to the field repair shop. 

The personnel of the signal section, consisting of a chief, 8 radio 
operators, and 1 driver, maintained radio communication with regi* 
mental h^quarters, transmitting reports on the status of the tanks 
under repair and receiving messages on the location of disabled tanks. 

The antiaircraft personnel consisted of 1 noncommissioned oSReer 
and 8 privates, equipped with a four-barreled 20-mm. antiaircraft 
gun mounted on a truck. 

The supply sergeant, assisted by 1 or 2 drivers with trucks, 
was responsible for the issue of clothing, equipment, and rations. 
Drawing the proper number of rations presented a pr^lem because 
of the great variations in the daily ration strength. The supply 
sergeant also had to obtain fresh milk to supplement the ration of 
welders and painters. As a rule^ he drew clothing and equipment 
from the regimental supply point. On many occasions, however, 
when the company was ^ removed from this source, supplies were 
obtained from the nearest depot 

Other personnel of the headquarters section included a payroll 
derk, a cobbler, a tailor, and several medical aidmen and messengers. 

b. The Mamtenanee Platoont Each maintenance platoon consisted 
of 8 KCO’s and 80 privates — 1 shop foreman, 24 mechanics, 2 lathe 
operators, 2 welders, 2 electricians, 2 crane operators, 1 blacksmith, 
1 carpentw, 1. canvas and webbing repairman, 1 painter, and 1 clerk. 
The wheeled vehicles included 1 motorcycle, 4 shop trucks, 1 bus, 1 
wrecker, and 1 trailer. 

The foreman, assisted by the shop derk, was in charge of the 
platoon. He formed crews according to the nature of each repair job 
and supervised the men while they were at work. Being responsible 
for the tools and equipment issued to the platoon, he checked tool- 
boxes and nonexpendable items of equipment at regular intervals. 
After repairs had been completed, he inspected each tank before its 
return to the combat unit. 

The 12 engine and 12 transmission mechanics formed crews of 8 
to 4 men each under the supervision of a noncommissioned officer 
who acted as crew diief . On the march to a new opwating site, all 
mechanics were transported by bus except those who were employed 
as drivers and assistant drivers of the four shop trucks. 

The lathe operators performed simple machining work. They were 
also responsible for the care and servicing of the machinery in Shop 
Truck No. 1 and the issue of special tools carried on this vehicle. 
The welders were trained in acetylene and arc welding, and had to 
be capable of carrying out major jobs. They were responsible for 
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the equipment in their care. On the march, the welders drove one of 
the company vehicles. 

The electricians repaired electrical systems and were responsible 
for the electrical equipment in the company. Occasionally, they were 
assigned to drive a company vehicle during a march. 

The blacksmith, carpenter, canvas and webbing repairman, and 
painter performed their respective routine duties and kept their tools 
and equipment on one of the shop trucks. When on the move, they 
rode in the company bus. 

The equipment of each maintenance platoon was carried on the four 
shop trucks as follows : 

(1) Shop Truck No. 1 contained one light precision lathe, one 
electrical drill, and an emery wheel, all of which were bolted 
to the floor. In addition to a workbench, there were bins and 
lockers for the storage of tools and equipment such as blocks, 
drills, special pliers, wheel pulleys, and precision gages. The 
special tools of the engine and transmission mechanics were 
also carried on this vehicle. 

(2) Shop Truck No. 2 carried electrical equipment, such as bat* 
tery chargers and electrical testing devices, and electricians’ 
tools. 

(3) Shop Truck No. 3 usually carried a forge, gas welding units, 
a transformer for arc welding, and some mechanics’ tool- 
boxes. 

(4) Shop Truck No. 4 carried the remaining mechanics’ toolboxes, 
carpenter and canvas repair tools, the painter’s equipment, 
the repair-shop tents, and sundry items. 

The mechanics’ toolboxes contained all the basic tools, including 
complete sets of wrenches, hammers, files, pliers, screwdrivers, and 
punches. All toolboxes were numbered and each mechanic was held 
responsible for the contents of the toolbox he was issued. 

The forge was equipped as a complete blacksmith unit, including 
anvil, hammers, and tongs. A small supply of forge coal was kept 
on hand. 

The welding equipment consisted of a high-voltage transformer, 
protective shields, aprons, electrodes of various diameters, and weld- 
ing and cutting devices. Gas and oxygen cylinders were carried 
in stock. 

The electrical power for the operation of the field repair shop was 
produced by a powerplant consisting of a heavy diesel engine and 
an electric generator. This equipment was mounted on four-wheeled 
trailers attached to Shop Truck No. 1 or 2 of each platoon. When- 
ever possible, each company was issued a reserve unit. The power- 
plant had to furnish current for the machines mounted in Shop Trucks 
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No. 1 and 2, the arc-welding equipment) and the emergency lighting 
system. A sufficient supply of wire and light bulbs was carried in 
stock for night operations. 

The wrecker was equipped with a traversable lever crane capable 
of lifting 3 tons. The shop personnel often installed special devices 
on the wrecker for lifting heavy assemblies, such as cross shafts and 
drive sprockets, at their proper angle. 

0 . The Recovery Platoon, The recovery platoon of a tank mainte- 
nance company consisted of 1 officer, 6 noncommissioned officers, and 
25 privates. Its equipment included 1 passenger car or heavy motor- 
cycle, 12 prime movers, and 4 tank transporters. 

The platoon leader was an officer with some training in automotive 
engineering who was well versed in both technical matters and ar- 
mored tactics. His platoon was divided into 6 sections of 2 prime 
movers each, with a noncommissioned officer in charge of each sec- 
tion. The crew of each prime mover consisted of 1 driver and 1 as- 
sistant driver. 

The personnel were selected on the basis of their technical training 
and knowledge. Beliability combined with all other characteristics 
of a good soldier were prerequisites because the men were often away 
from the supervision of the tank maintenance company commander 
for long periods of time. Recovery personnel also had to be capable 
of performing temporary repairs in order to permit the removal of 
damaged tanks under their own power. Repeated attempts to in- 
crease the strength of the organic recovery units were frustrated by 
the shortage of prime movers and tank transporters. Equally unsuc- 
cessful were the many efforts to establish a separate tank recovery 
organization that would have operated independently of the field re- 
pair shop units. 

The equipment used for the recovery of disabled tanks consisted of 
tow bars, cables, cable winches, grapnels, prime movers, and tank 
transporters. The normal recovery procedure was to use a prime 
mover, with a tow bar, having a pulling capacity of 12 tons. Cables 
were used whenever tow bars were imavailable and the brakes of the 
disabled tank were in working condition. The tractive power of a 
cable winch equipped with a pulley was 7 tons when mounted on a 
prime mover, and 40 tons when mounted on a heavy tank. With the 
aid of a grapnel a prime mover could pull even a 50-ton vehicle. 

The prime mover, used both for towing and evacuation, was an 
18-ton half-track vehicle with a Maybach engine. It was adequate 
for tovdng standard tanks weighing up to 20 tons. The recovery of ^ 

heavier tanks presented no problem because 2 or 3 prime movers were 
coupled together whenever necessary. The 18-ton prime mover was 
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easy to operate in any type of terrain. Wherever possible, tanks 
bogged down in the mud were extricated by prime movers anchored 
to the base of a tree. 

Tank transporters were used for the removal of tanks that could 
not move under their own power. The transporter was a special* 
purpose vehicle with eight wheels and a wide loading surface. It 
had two ramps and a low bed on which the tank was transported. The 
steering mechanism was in the rear ramp. In order to load a tank on 
the transporter, the rear ramp was removed and the bed lowered to 
the ground. After the tank was loaded, the rear ramp was hooked on 
and the bed raised to traveling position. There were three types of 
transporters with carrying capacities of 12, 22, and 60 tons, respec- 
tively. 

Tank recovery implied the removal of disabled vehicles from the 
battlefield, their collection at a point where they were protected from 
enemy observation and fire, and their evacuation from the collecting 
point to the field repair shop or the nearest railhead for shipment to 
a rear area installation. It also included pulling immobilized tAnka 
out of mud, snow, swamps, and ditches as well as righting overturned 
vehicles. If the organic recovery elements were unable to accomplish 
their mission alone, the assistance of one of the nonorganic recovery 
units attached to army or army group headquarters could be requested. 

d. The Weapons Section. The weapons section was composed of 
8 noncommissioned officers and 4 privates. The section chief had the 
rank of master sergeant. The vehicular equipment consisted of two 
trucks that carried spare parts. 

The section was responsible for the repair or replacement of defec- 
tive tank guns and mounts, stabilizers, and turret traversing mecha- 
nisms. 

Gun and equipment replacements were requisitioned directly from 
regimental headquarters. 

e. The^ Radio Repair Section. The radio repair section consisted 
of a radio technician with the rank of sergeant, and three repairmen. 
The section was assigned one truck to carry its tools, equipment, and 
spare parts. The sergeant was responsible for all tank radio repairs 
in the regiment. 

The Spare Parts Section. The total strength of the spare parts 
section was 1 officer or civilian technician, 3 noncommissioned officers, 
and 7 privat^. The section chief, a company-grade officer with some 
backg^und in automotive ei^neering or a civilian inspector with 
assimilated rank, was responsible for the control of spare parts. The 
vehicular equipment consisted of 6 trucks and 1 passenger car. Four 
of the trucfa had fixed superstructures with facilities for the storage 
and issue of parts. These trucks always remained in the field repair 
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diop area. The odier two tracks were employed to pick np spare 
parts requisitioned frmn depots. 

IV. Nonorganic Tank Maintwiaiice Units 

a. The Tank Maintenanoe Platoon, The maintenance platoon was 
the lowest-echelon, nonorganic tank maintenance unit. It was usuaUy 
attached to a tank battalion operating separately. Its strength varied 
between 60 and 120 men, induding recovery crews. Its mission was 
to perform field maintenance, including the replacement of engines 
and transmissions as wdl as some of the more complicated wdding 
jobs. During operations the platoon detadied one maintenance detail 
to each t^nk company and set up a repair shop at platoon hmdquar- 
ters. Depending on the tactical situation and the condition of the 
disabled tanlr, the latter would either be repaired on the q>ot or 
evacuated to ^e repair diop. 

hi The Tank Maintenanoe and Tank Recovery Oompaniee, These 
cmnpanies were GHQ units under the jurisdiction of the Army I£^ 
Command, whidi attached them to an army group or army head- 
quarters as the need arose. The composition of the nonorganic tank 
maintenance companies was similar to that of the organic ones form- 
ing part of the timk regiments, except that they had no recovery per- 
sonnel and equipment. Separate recovery companies were responsible 
for the removal and evacuation of disabled tanks. The function of 
tibe nonorganic companies was to support armored forces that did not 
have adequate maintenance ftMulities at their disposal and/to rein- 
force the organic maintenance units whenever the rate of tank attrition 
became particularly heavy. 

a. Tank Maintenance BattdUone, In December 1244 the Germans 
organized eight tank maintenance battalions, whose composition, 
capacity, and mistion were essentiaUy the same as those of full- 
strength nonorganic tank maintenance companies. The main difier- 
enoe was that eadi battalion included a tank recovery platoon or 
company. 

V. Automotiva Maintenance 

The wheeled and half-track vdiides in an armored division far out- 
numbered the track-laying ones. The mission of the automotive 
maintenance units was complicated because of the great variety of 
requisitioned civilian vehides used by the German Army. .Attempts 
to standardize division vehicular equipment by intraunit exchange in 
order to simplify parts supply procures were unsuccessful bemuse 
the high rate of attrition necessitated the constant replacement of 
motor vehicles from the zone of interior. 
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Each motorized company and battalion had its respectiTe automo- 
tive maintenance section or platoon. There was no need for any anto< 
motive maintenance units at the regimental level because 1 heavy and 2 
medium automotive maintenance companies at the diviaon level ef- 
fected third and fourth echelon repairs that could not be carried out 
on the spot. 

а. The Dwision Ordwmce O-flioer. The three automotive mainte- 
nance companies plus a spare parts section were under the technical 
supervision of the division ordnance officer. He was responsible for 
the maintenance of the wheeled and half-track vehicles in the divi- 
sion. Self-propelled artillery and assault gun battalions had their 
own organic maintenance units for routine repair work and could 
call on the tank maintenance company of the tank regiment for all 
major repairs. 

The heavy automotive maintenance company performed body, 
frame, and engine repairs, rebored cylinder walls, turned down crank- 
shafts, cast bearing, overhauled motors, installed connecting rods, 
relined brakes, and reconditioned electrical systems and diesel injec- 
tion pumps. In addition, it rebuilt engines, starters, and generators. 

One of the two medium automotive maintenance companies was pri- 
marily concerned with the maintenance of wheeled vehicles; the other, 
to which a weapons section was attached, specialized in the repair of 
the many half-track vehicles that were issued to each armored division. 

The spare-parts section, whose trucks were capable of carrying 76 
tons of automotive parts, was always located in the immediate vicinity 
of one of the maintenance companies. 

б. The Regimental Motor 0-fficer. The regimental motor officer ad- 
vised the commander of the tank regiment on technical matters per- 
taining to motor transportation and was his deputy for the operation 
of all motor transportation in the regiment. The battalion motor of- 
ficers were under his technical supervision, and the tank maintenance 
company was under his operational control. He maintained contact 
with the division ordnance officer and other technical staff agencies 
responsible for motor transportation. 

Although he did not exercise immediate control over the various 
maintenance imits, the regimental motor officer was responsible for 
coordinating all maintenance efforts within the tank regiment. He 
also produced advance estimates of spare-parts requirements. In the 
field of tank maintenance the regimental motor officer was primarily 
concerned with expediting operations. 

c. The Battalion Motor 0-fjicer. The battalion motor officer ad- 
vised the tank battalion commander on matters pertaining to motor 
transportation. The automotive maintenance elements were under 
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bis tedmical anpervision. He was also req>ottsible for the sapervision 
and employment of all tank maintenance detachments in the battalion 
as well as for the procurement of spare parts. This centralized con* 
trol guaranteed efficient battlefield repair operations. He divided the 
workload in accordance with the mission and capability of eadi unit. 
He was assisted by a civilian technician vnth assimilated military rank 
who supervised the maintenance detachment leaders under his control. 

The battalion motor officer submitted a daily report to the battalion 
commander and the regimental motor officer, indicating the location 
of disabled tanks, the extent of damage^ and whether they could be 
repaired by the maintenance detachments or whether their evacuation 
to the field repair shop or to the rear was necessary. 
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CHAPTER 3 

OPERATING PROCEDURES 



I. General 

More than any other motor vehicle, the tank is subject to defects. 
Some part is always in need of attention, even if it is only a loose nut 
or bolt that needs tightening. For this reason, the drivers as well as 
the tank crews were instructed to constantly check even apparently 
serviceable tanks for defects and repair them immediately. When- 
ever a minor defect was overlooked, it eventually developed into a 
major repair job. German field maintenance personnel made every 
effort to repair disabled vehicles witliin the tank regiment. Tank 
crews had to feel confident that the organic maintenance units were 
as well qualified to look after their vehicles as those at a higher level. 
Moreover, the personnel of the tank maintenance detachments and 
company knew each tank and tank crew in the regiment. They made 
every effort to get the tank back into action as quickly as possible. 

II. The Tank Maintenance Detachment 

Tank maintenance detachment personnel were responsible for effect- 
ing any repair that did not require more than half a day’s work. Dam- 
ages of greater magnitude could be repaired by detachment personnel 
on condition that they were staying in one location for an extended 
period. When necessary, a maintenance detachment could replace an 
engine by means of an improvised hoist, even though thia work went 
beyond the scope of its normal duties. This was done particularly 
in instances when a replacement engine could be obtained from the 
field repair shop in less time than was required to move the damaged 
tank to the shop. More serious damages that could not be repaired 
by the maintenance detachments were brought to the attention of the 
battalion motor officer. There was no strict delineation between the 
functions of the detachments and those of the company ; the decision 
of assigning repair jobs to specific xmits usually depended on the tacti- 
cal situation and the capacity of the maintenance detachments. 

III. The Tank Maintenance Company 

The principal task of the tank maintenance company was to repair 
those tanks which could not be repaired by the maintenance detach- 
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nunt or, if neoesmiy, to transfer them to the depot ma i ntenan c e in- 
stallations in the rear. In order to carry out this mission, the main- 
tenance cmnpany had to have the proper tools and q>are parts as 
well as carefully selected personneL With respect to the latter, a man 
had to be both ezpmienced and able to improvise, since the repair diop 
often operated on its own for prolonged periods of combat 

According to standing operating procedures, the crew of a disabled 
tank reported to one of the shop foremen immediately upon arrival at 
the fidd repair shop. The shop foreman inspected the vehicle and 
entered the damages on a maintenance record. The crew had to re- 
port any poedble defect at the time the tank was inspected so that 
the work of the diop personnel would not have to be duplicated. The 
(shop could handle 80 to 40 tanks at a time. 

The shop foreman decided the order in which repairs were to be 
made and by whom. Normally, he assigned engine, transmission, or 
gear mechanics to work on the tank first, f oUowed by the welders, 
electricians, and painters, req>ectively. Subsequently, the tank was 
turned over to the weapons or radio sections. He also decided in whidi 
maintenance and repair jobs the tank crew members could assist. 
Usually, these consisted of servicing the tank or replacing damaged 
bogie wheels. Upon the completion of such minor duties as they were 
aarigned, the <arew members were sent to the casual company where 
th^ remained until the tank was repaired. The tank driver remained 
with his vehide and assisted with the repairs. 

Final tests were performed by the diop foreman in the presence of 
the crew member req>onsible for the tank. Upon the completion of the 
test, an entry was made on the maintenance record indicating that the 
tank had been repaired and was in pmrfect working condition. 

Ammunition a^ fuel, which had been removed upon arrival, were 
replaced before the tmik was checked out. If the repair shop was 
located at a considerable distance from the front, the tank would be 
returned to its unit by rail, the maintenance company making the 
necessary arrangements for transportation. Normally, tanks returned 
to their units under their own power in groups of 4 to 8, eadi group 
under the command of an officer and accompanied by a maintenance 
vdiide. 

Theoretically, the maintenance company fidd repair shop handled 
<mly those repairs whidi could be completed within a specified time. 
Woric requiring more than 14 days was supposed to be turned over 
to depot maintenance installations. In practice, however, most of the 
field repair diops were able to handle all types of repairs, provided ade- 
quate stocks of spare parts were available. Usually the larger items 
were in short supply. If, for example, three tanks were disabled 
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because of damaged engines and the time required to supply the neces- 
sary parts was 3 weeks, the tanks would usually remain at the shop 
and return to service within 4 weeks. Had they been dispatched to 
some depot maintenance installation, the unit of origin would surely 
have been compelled to wait longer for their return and probably 
would not have seen them again. This unsatisfactory condition was 
caused by jurisdictional conflicts, the critical shortage of spare parts, 
the great ^stances between depot maintenance installations and the 
front lines, as well as inter- and intra-theater transfers of armored 
units. 

Under these circumstances, the personnel at the field repair shops 
preferred to deadline the tanks for prolonged periods or even cannibal- 
ize tiiem rather than use the depot maintenance services. Among the 
armored forces in Russia there was a strong aversion to allowing a 
disabled tank to leave the regimental area. Even though cannibaliza- 
tion of a tank meant its loss, this procedure enabled the maintenance 
personnel to put other tanks back into oi>eration. 

In selecting a suitable location for the field repair shop, the tank 
maintenance company commander took under consideration such fac- 
tors as the availability of facilities, protection against inclement 
weather, security, parking areas for maintenance equipment and dis- 
abled vehicles, and proximity to a road net. Operating efficiency was 
considerably higher when buildings containing shop facilities were 
available. On some occasions these buildings were located at a con- 
siderable distance from the front lines, but the advantage of having 
good facilities outweighed the disadvantage of longer hauls. When- 
ever the field repair shop was set up in the field, an area bordering a 
forest and having access to fresh water was most desirable. Parking 
in such areas presented no problem as long as the forest was dense or 
extensive. In general, the field repair shop was near regimental head- 
quarters and not far from the front, so as to expedite work and reduce 
towing time. An antiaircraft gun with a trained crew was attached 
to the company to protect the repair shop against attacks by low-flying 
aircraft. 

Before the outset of an offensive operation, the regimental motor 
officer and the tank maintenance company commander discussed organ- 
izational matters. On such occasions they usually decided that unnec- 
essary equipment and spare parts were to be left behind and only items 
of equipment whose attrition rate had proved to be high were to be 
taken along. Such factors as the model of tanks on hand in the regi- 
ment, the type of terrain to be covered, the season of the year, and the 
probable weather conditions to be encountered during the forthcoming 
offensive played an important part in making these decisions. 
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IV. TIm Cosuol Company 

In Russia, where operations extended over great distances, the Ger- 
mans experienced the need for closer control over the crews of dis- 
abled tanks. The tank crews usually remained at the field repair shop 
until the repairs to their vehicles had been completed. The unan- 
nounced arrival of replacements presented another personnel problem 
because tank company commanders were often unable to take charge 
of the new men while operations were under way. On such occasions 
these replacements were temporarily attached to the field repair shops, 
where they, as well as the crews of disabled tanks, constituted an ^- 
ministrative liability for the tank maintenlmce companies. 

The number of tank personnel immobilized while awaiting repairs 
to their vehicles at the field repair shop averaged from 80 to 100 men. 
The commander of the maintenance company had to provide them 
with quarters and rations, in addition to keeping them occupied. Dur- 
ing the winter months the administrative problem was aggravated by 
the scarcity of heated billets. 

While the tank drivers were able to assist in minor repair work, 
an attempt was made to keep the other crew members busy with first 
echelon maintenance of their vehicle. As a rule, however, the crew 
members would stand around and interfere with the work of the shop 
personneL 

Starting in 1948, some commanders of tank regiments organized 
casual companies to take care of tank crews at the field repair shops 
and replacmnents arriving from the zone of interior. The casual 
company of the tank regiment was set up next to the field repair shop 
so that closer supervision could be exercised over the activities of its 
personnel. 

The commander of the tank regiment assigned a qualified line officer 
to command the casual company, which represented the manpower 
reserve pool of the regiment. The casual company commander was 
responsible for the welfare of crews awaiting repairs of their vehicles, 
the supervision and training of extra tank crews and replacements, 
and the security of the field repair shop. The accomplishment of 
these duties required special ability and experience, and casual com- 
pany commanders were therefore exempted from reassignment when- 
ever possible. During extended peri<^ of inactivity, casual com- 
panies were sometimes deactivated. 

During the later phases of the Russian campaign when the fortunes 
of war turned against Germany, tank personnel showed a tendency 
toward considering the field repair shop as a place of quiet and there- 
fore as a desirable refuge. Since certain tank crews brought in their 
vehicles more often than others, maintenance company commanders 
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were requested to investigate the causes of unusually frequent me- 
chanical breakdowns. Moreover, to promote strict discipline, com- 
manders of tank maintenance companies would usually authorize only 
the tank drivers to assist with the repair work, while the other crew 
members and incoming replacements attended training courses. 

V. Spare-Parts Supply 

a. General. An adequate supply of spare parts is essential for 
the efficient operation of a maintenance system. During the initial 
campaigns of World War II, Germany’s supply of tank spare parts 
was satisfactory. In March 1940 Hitler created the Ministry of Arma- 
ments and Ammunition, headed by a civilian who was made, directly 
responsible to the Fuehrer. Even though the activities of this civilian 
agency tended to curtail the influence of the military, its creation was 
welcomed by the latter because it fulfilled an urgent need. Friction 
between the Army and the Ministry of Armaments arose during the 
Russian campaign, when the production of new tanks was stepped 
up and that of spare parts neglected. 

h. Planning and Procurement. At the beginning of World War 
II, the Ordnance Inspectorate of the General Army Office was respon- 
sible for the procurement of spare parts. The Inspectorate sub- 
mitted requisitions for tanks and spare parts to the Army Ord- 
nance Office which, in turn, awarded contracts for their manufacture 
to the armament industry. Before being accepted the tank or part 
was inspected and tested, whereupon it was shipped to the Armored 
Ordnance Depot at Magdeburg for storage and issue. 

When a new tank model was being introduced, the Ordnance In- 
spectorate sent qualified personnel to the prime contractor to assist 
the tank designers in compiling a standard nomenclature list for spare 
parts. Each item was listed under the proper group heading, such as 
engine, suspension, turret, hull, track, and ignition. Great care had 
to be taken in compiling these lists and in numbering and illustrating 
each item. The terminology had to be so simple that any mechanic 
could understand what was meant. 

The compilation of the standard nomenclature lists was compli- 
cated by the frequent changes in design introduced during the pro- 
duction of a new model. As a rule, however, the lists were ready for 
distribution by the time the first tank left the factory. 

Proper planning for the production of an adequate amount of 
spare parts was difficult before the new tank had been field tested and 
the attrition rate of the various parts established. Provisional esti- 
mates, which took every known factor into account, served as basis 
for contracts placed with the armament industry. 
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From the very beginning, the number of epare parts actually de- 
livered was by no means equal to the demand. Some tanks required 
qpare parts immediately after their first test run. The limited stocks 
of spare parts on hand were often insufficient to meet the demands. 
Supplementary requisitions for certain parts were placed in good time 
with the Ordnance Office, but deliveiies to the parts depots usually 
suffered long delays. The rapid expansion of the armored forces may 
have had a considerable effect on the manufacturers’ capabilities of 
delivering q>are parts on schedule. Most industrial enterprises were 
overloaded with military and civilian orders. 

0 . Distribution. During the initial phase of the Bussian cam- 
pa^ — June to December 1941 — ^manufacturers in the zone of interior 
shipped parts either to tank ordnance depots in Germany or directly 
to the three army groups in the Russian theater. Each army group 
maintained a separate tank spare-parts depot and established advance 
dumps at army leveL 

The tank maintenance companies requisitioned and drew the spare 
parts for the entire tank regiment from an army advance dump or 
army group depot. The motor sergeant of each tank company was 
responsible for parts supply and stock control. Whenever an itmi 
was in low supply or out of stock, he requisitioned it from the spare- 
parts section of the tank maintenance company. For items in critical 
demand, the motor sergeant dispatched a veMcle to the tank main- 
tenance company or requested by radio that the item be brought for- 
ward. The armorers and radio mechanics, on the other hand, req- 
uisitioned parts directly through ordnance or signal channels. 

d. Stock Control and Storage. Each tank maintenance company 
had a spare-parts section, which was responsible for the storage, stock 
control, and issue of spare parts. A card index filing system was set 
up on the basis of the standard nomenclature list By maintaining an 
efficient stock record system, the parts clerks were able to ascertain 
at all times the type and quantity of parts on hand. As soon as the 
stock levels dropped to a specified minimum, stocks were replenished 
automatically. At periodic intervals, inventory was taken to deter- 
mine which parts were not moving or had become obsolete. This was 
particularly important whenever a new tank model or series was is- 
sued. Since the storage of obsolete parts served no useful purpose and 
took up valuable space, the tank maintenance companies returned 
them to fixed installations and depots. 

Special requisitions were sent to the nearest dump or depot when- 
ever certain parts were used at a more rapid rate than expected. With- 
in the field repair shops, parts were issued only upon the presenta- 
tion of a request slip signed by one of the foremen. This procedure 
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was necessary because such items as electrical equipment and kerosena 
could be us^ for barter on the black market. 

Special care was given to the proper storage of spare parts. The 
diop trucks were equipped with solid superstructures and contained 
bins, drawers, and shelves to keep the parts in place, so that even severe 
Jolts during a march would not dislodge them. 

Parts such as ball bearings, which were shipped in waterproof con- 
tainers from the manufacturer or tank ordnance depot, were stored 
in their original wrapping. Exposed parts were coated with protec- 
tive grease before being placed in stock. 

e. Supply Problems and Tentative Solutions. During the first 8 
months of the Russian campaign, the German armored units had suf- 
ficient spare parts. In the autumn of 1941, however, parts grew scarce 
in the Russian theater. The supply lines were overextended at the 
time when the muddy season set in. Most of the roads in Russia be- 
came impassable and truck columns were therefore unable to move 
up supplies. At the same time the railroads proved incapable of car- 
rying the entire supply load. Damaged tanks could not be repaired for 
lack of spare parts and could not be evacuated to the zone of interior 
because of the transportation bottleneck. 

Throughout this period the Ministry of Armaments pushed the pro- 
duction of new tanks to the detriment of the manufacture of spare 
parts. With the increase in the number of tank models and the con- 
tinuous changes in design, many parts became obsolete by the time 
they reached the maintenance unite in the field. This was primarily 
the result of excessive procurement lead time for parts. 

In May 1942 the Ministry of Armaments decided to curtail new 
tank production and increase the output of spare parts. This change 
failed to remedy the situation because the total quantity of spare parte 
thus gained amounted to no more than the loss in new tank produc- 
tion, but in disassembled form. In other words, for each tank that 
was not assembled, only 1 engine, 1 transmission, and 1 steering mech- 
anism, etc., were made available as spare parte. This solution was 
very unsatisfactory and did little to alleviate the spare-parts prob- 
lem. Urgently needed parte, such as engines and transmissions, were 
produced in equal number to hulls and other parte which were not 
in great demand. 

When the Germans launched their summer offensive in 1942, more 
than 75 percent of their total tank strength was employed in the 
southern part of the Russian theater. Within a short time hundreds 
of tanks were disabled and a major backlog of repairs accumulated 
because the necessary spare parte were not available. Most of the 
disabled tanks could have been quickly restored to service since the 
repairs involved only the replacement of defective parte. Leas than 
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80 percent of the damaged tanks required welding or time-oonsum- 
ing labor. Had parts been in stock or available at a nearby depoti 
most of the repairs involving the replacement of defective parts could 
probably have been accomplished within 2 weeks. Howevor, at this 
time the spare-parts problem had become so critical that it had a 
paralyzing effect on the simultaneous thrusts toward Stalingrad and 
into the Caucasus. 

In the autumn of 19^ the Ministry of Armaments introduced 
three additional measures to relieve the shortage of spare parts. First, 
it designated various plants whose production capacity was to be de- 
voted exclusively to the manufacture of spare parts. Certain fac- 
tories were to turn out only tank engines, whereas others produced 
transmissions, etc. While this measure was sound in principle, it did 
not work out in practice because the contractors were unable to con- 
vert their plants qui<^y. By the time they w^t into full produc- 
tion, their effort was im^dent to relieve the shortage of spare parts, 
because the lifinistry of Armaments had to divert most, if not their 
entire output to new tank production in order to compensate for the 
damage inflicted on the tank manufacturing plants by Allied air 
bombardments. 

The second measure was the institution of the so-called contract 
exchange in October 1942. At this exchange, various spare parts in 
critical demand were exhibited. Manufacturers interested in produc- 
ing these parts were requested to submit their bids. To be eligible for 
consideration, each manufacturer had to indicate in writing that, if 
awarded, the new contract would not interfere with deliveries on 
previously awarded war contracts. If a manufacturer’s bid was ac- 
cepted, his plant received a higher priority rating which protected 
his manpower and production facilities feom being diverted against 
his wishes. 

The third step was to transfer machinery from the large tank plants 
to machine ^ops and small factories in order to enable the latter to 
enter the field of spare-parts production. This measure achieved a 
limited decentralization of the war industry and thus contributed to 
reducing the effect of Allied air raids on the German armaments 
program. 

While the cumulative effect of these measures resulted in a tem- 
porary easing of the spare-parts problem, the lack of proper planning, 
which had characterized the production of tanks and spare pai*ts from 
the outset, was to have a lasting effect until the very end of the war. 
On many occations the limited relief that resulted from these meas- 
ures was offset by serious mistakes. 

In the autumn of 19^, for instance, heavy Tiger tanks were com- 
mitted for the first time in the Russian theater. The production of 
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extra parts for this tank had been neglected to the extent that only 
1 spare engine and 1 spare transmission were produced for every 10 
tanks. Within a short time almost all of the new Tiger tanks were 
lost or deadlined because of lack of parts. 

A similar mistake with even more far-reaching consequences took 
place a few months later when the new Panther tanks came oflf the 
assembly line. In a desperate attempt to speed up production, the 
Ministry of Armaments had ordered the mass production of this new 
tank model before it had been properly tested. Early in 1943 the 
first Panther tanks arrived in the Russian theater and were imme- 
diately committed. Almost at once major defects in design and con- 
struction — particularly of the steering and control mechanism — were 
discovered with the result that all 325 Panther tanks had to be with- 
drawn and returned to the zone of interior for complete rebuilding. 
To perform the necessary work, a special tank-rebuild plant was 
established near Berlin. By the time the initial deficiencies had bera 
corrected, the engine proved inadequate. It was not until the autumn 
of 1943 that a fully satisfactory engine became available. Under 
these circumstances it was hardly surprising that most of the Pan- 
ther tanks shipped to Russia arrived without sufficient spare parts. 
Many a Panther was lost because of the shortage of some elementary 
spare part or because it could not be repaired in time. 

Late in 1943 a shortage of spare tank engines was caused by the 
multiple defects that the standard German tank engines produced by 
Maybach developed in the field. Instead of simplifying the design 
of the engine, Maybach continued to turn out new, improved series, 
so that eventually a tremendous variety of spare parts was required 
for the repair of the tank engines. 

/. Im/provUations. The failure of the armament industry to pro- 
vide sufficient spare parts forced the tank maintenance personnel to 
improvise. One of the most widespread expedients was the practice 
of cannibalizing disabled tanks, especially those destined for return 
to the zone of interior. The cannibalization crews were so thorough 
that the manufacturer would rarely receive more than the empty hull 
by the time the tank reached his plant. Disabled tanks awaiting 
engine replacements at field repair shops were also subject to being 
stripped, and by the time the new engine arrived there usually was 
little left of the tank for which it had been intended. 

Since the advance dumps and army group depots were usually out 
of those parts for which there was a heavy demand, the tank main- 
tenance companies began to send details to the depots to represent 
their interests. Upon the arrival of a supply train carrying spare 
parts, each detail tried to secure the parts its company needed most 
urgently. When more and more companies adopted this procedure. 
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the depots became the scenes of fierce struggles for priority items. 
As soon as a detail had secured some parts, it would contact its parent 
organization by radio or telephone. In a matter of minutes the trucks 
would be on their way to the depots to pick up the "spoils.” If the 
distance between the depot and the field repair shop was too great, 
the spare parts would be shipped by rail under escoit. In order to 
maintain some control over the various details between the arrivals 
of supply trains, the depot commanders eventually organized casual 
companies and assigned ^ men to minor tasks. 

More arbitrary measures were often employed by some of the tank 
maintenance company commanders who believed that they were acting 
in the interest of their own unit. During the latter part of the war 
some of them even resorted to bribery. Others would contact manu- 
facturers in the zone of interior outside of normal channels to pro- 
cure parts directly at the source. Occasionally, even tactical com- 
manders took part in the hunt for parts when the number of service- 
able tanks at their disposal began to dwindle. It happened in sevei:al 
instances that a private or noncommissioned officer escorting a rail 
diipment of laboriously acquired spare parts would suddenly be con- 
fronted by a field grade officer of some other regiment or division who 
simply ordered him to surrender the entire cargo. 

Such expedients obviously did more harm than good. Moreover, 
the persistent shortage of spare parts affected the morale of the tank 
maintenance personnd who, though capable and willing, were unable 
to accomplish their mission at a time when every tank counted. 

During the final phase of the war in 1944, the fighting rapidly drew 
nearer to the German borders. The shortening of the supply lines 
might have improved the spare-parts situation, had not the with- 
drawal mov^ent been coupled with the loss of vital armament plants 
and depots through evacuation and air attacks. 

VI. Depot Maintenance Installations 

Until the autumn of 1941, disabled tanks that could not be repaired 
the maintenance units in the field were usually shipped to a tank 
ordnance depot in Germany before being returned to the original 
manufacturer. Upon the completion of repairs at the factory, the 
vehides were dispatched to a tank ordnance depot for the installation 
of radio equipment and armament before being reissued to the combat 
units. However, since the production of new tanks took up their full 
capacity in late 1941, manufacturers were unable to handle tank re- 
pairs, and it was not long before an enormous backlog in repair work 
had accumulated. 

a. Fiaaed, ImtattaiAom in Russia. When this matter was brought 
to Hitler’s attention, the Fuehrer ordered three major depot main- 
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tenance installations — one for each army group— established in the 
Russian theater. The mission of these installations was to perform 
a general overhaul of badly damaged tanks according to modem 
methods and thus eliminate the necessity of shipping them to Ger- 
many. A civilian agency was put in charge of this project because 
Hitler expected a higher degree of efficiency from civilians using 
modern engineering methods than from military personnel. 

Damaged vehicles were to be shipped by rail at regular intervals, 
and each train was to carry only vehicles of the same type or model. 
The internal organization of each installation was drawn up along 
civilian lines, with one German firm providing the personnel and 
assuming the responsibility for plant operations. Small military 
staffs, which were under the Ordnance Inspectorate, were responsible 
for such administrative details as rations and billets of the civilian 
personnel, security measures, spare-parts supply, acceptance of dis- 
abled equipment, and delivery of repaired tanks. 

To guarantee a sufficient supply of spare parts, a tank spare parts 
depot was set up near each installation. In addition, a stockroom car- 
rying the most important tank parts was attached to each installation. 
All other parts needed by the maintenance personnel could be obtained 
directly from the tank spare-parts depot. 

Though sound on paper, the plan failed from the outset because of 
the confusion created by the sudden decentralization efforts. The idea 
of sending damaged equipment to the maintenance installations in 
shipments separated according to types or models proved impractical 
for the simple reason that vehicles do not become disabled according 
to categories. 

Moreover, the civilian personnel engaged in constructing the depot 
maintenance installations were unable to adapt themselves to the con- 
ditions in Russia and give up the high standards to which they were 
accustomed. This gave rise to such delays in construction that the 
unfavorable turn meanwhile taken by military events prevented the 
installations from operating at full efficiency. The civilian manage- 
ments adhered to their customary operating procedures, which resulted 
in more thorough but also more time and materiel-consuming main- 
tenance. What the military considered reparable, the civilians re- 
garded as scrap. Time and again the civilian firms were guided by 
principles of economy rather than of expediency. Thus, there was 
constant friction between the civilian managements and the military 
staffs. 

The displacement of a depot maintenance installation to a new 
location interrupted repair work for several months. The evacua- 
tion of these installations to the rear, which became necessary in 
1943-44, was really a mad scramble to save personnel and materieL 
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Because these installations took so long to start operations and 
performed in sudi an unsatisfactory manner, the Army High Com- 
mand decided in 1944 to establish its own depot maintenance instal- 
lations along purely military lines. This measure was taken to 
eliminate the difficulties that had arisen from employing civilian per- 
sonnel. However, the war ended before any conclusions could be 
drawn from this experiment. 

Aside from the. above depot maintenance installations, existing 
^ilities and installations in Gorman-occupied countries were used 
for the repair of tanks. By late 1942 a number of the installations 
had gone into operation, with the result that a marked relief was felt 

the overburdened armament industry. 

Typical examples of such installations were the tank repair shop 
at Vienna, whose main function was the repair of tanks d^bled on 
the Russian front, and the tank rebuild ^op at Gien, France, whidi 
specialized in salvaging former French armored equipment and re- 
pairing Gherman tanks. 

b. The Tank Repair Shop in Vienna. The tank repair shop in 
Vienna was the former Austrian Army’s central automotive mainte- 
nance ^op, which had been converted to tank repair by the Germans. 
Its installations included all depot maintenance facilities needed for 
the repair of wheeled and track-laying vehicles. Spare-parts pro- 
curement was transacted through normal channels with some parts 
being obtained locally. 

Being well equipped and efficiently organized, the Vienna shop 
repaired from 60 to 100 tanks per month with a personnel strength 
of 1,200 civilian workers. When more and more disabled tanks 
arrived from the Russian theater in 1942, the Vienna ^op had to 
discontinue the repair of wheeled vdiicles. 

In 1948, when the first disabled Panther and Tiger tanks began 
to arrive in Vienna, new facilities were needed because the hydraulic 
lifts were not strong enough to handle the heavier equipment. A 
nearby locomotive shed contained one 40-ton and two 16-ton cranes 
as well as suitable workshop areas for turret, weapon, engine, and 
transmission repairs. The supervisors selected for the repair of the 
heavy tanks wmre particularly skilled mechanics who were in charge 
of military idiop personneL After 1943 the efficiency of the repair 
shop was greatly reduced because of the increasing intensity of air 
attacks. During one raid the workshops were so severely damaged 
that many of the subsequent operations had to take place in the open, 
regardless of the weather. 

As the overall situation deteriorated during the last year of the 
war and parts became a critical item, the Vienna shop organized a 
special section for salvaging parts from irreparable tanks. This 
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measure proved successful and helped to overcome many difficulties 
which otherwise might have been insurmoimtable. 

o. The Tank Rebuild Shop in Oien. After their speedy campaign 
against France in the spring of 1940, the Germans took over the 
French tank repair shop in Gien, along with about 3,000 French 
armored vehicles and an almost inexhaustible supply of raw mate- 
rials, tools, and spare parts. The Germans were quick to convert 
the installation to their own needs and decided that a large number 
of French tanks of various types could be restored to service. Un- 
serviceable tanks that were beyond repair were stripped and the 
parts installed on other vehicles. Parts not available at the depot 
were manufactured in the local workshops or procured from other 
depots and salvage diunps. Similarly, older and obsolescent tanks 
were modernized and their maneuverability, speed, and firepower 
improved. Some of the chassis were rebuilt and converted into self- 
propelled mounts for heavy field pieces or antiaircraft guns. 

The personnel in Gien consisted of 6 officers, 46 NCO’s, 14 civilian 
technical inspectors, and about 200 French civilian mechanics. A 
casual company, the strength of which fluctuated, was also part of the 
Gien organization. 

The output of the depot averaged about 40 tanks per month despite 
two heavy air raids, which destroyed or badly damaged some of the 
workshops and storage buildings. Later in the war, when the supply 
of spare parts became more difficult, increasing emphasis was placed 
on stripping unserviceable tanks in order to maintain a steady pro- 
duction of repaired tanks. 

The former French tanks were issued to combat units. Army service 
schools, internal security forces in Germany and in occupied areas, air- 
bases, and higher headquarters. A substantial number of them were 
shipped from Gien to the Hungarian Army. 

User agencies sent receiving personnel to Gien before the tanks 
were ready for delivery so that the men could familiarize themselves 
with the operation and maintenance of the French tanks and tank 
weapons. For this purpose the enlisted personnel performed routine 
maintenance on serviceable tanks under the supervision of the civilian 
technicians working at the depot. 

VII. Training 

The German Army did not have a uniform basic training program. 
Upon induction, each recruit joined a unit of the arm or service to 
which he had been assigned. In peacetime, the recruit destined for the 
armored forces was immediately assigned to a tank company, whereas 
in wartime he joined a tank training company of the replacement 
army. Early in World War II basic training was conducted for a 
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period of 12 weeks— later reduced to 8 weeks— at the end of which the 
recruit was considered fully trained and ready for assignment. 

Until the Russian campaign got under way in 1941, the training of 
tank maintenance personnel received little attention. Only the tanlr 
drivers and the organizational maintenance personnel were given 
special instruction as part of their basic training. When this method 
proved unsatisfactory, tank maintenance and recovery personnel were 
given specialized courses upon completion of their basic training. In 
addition, they received special instruction in the operation of tanks 
in extreme heat, under heavy dust, and in subzero temperatures. 

The theory that maintenance personnel would acquire the necessary 
skill through practical experience in the field repair shops proved 
erroneous. Additional courses therefore had to be organized at the 
armored schools in order to provide specialized training for main- 
tenance and recovery personnel, drivers, and officer candidates of the 
armored forces. Civilian technicians as well as tank maintenance and 
motor officera also attended these courses in order to improve their 
technical knowledge. The students assisted in the preparation of 
maintenance directives and technical manuals. 

Being reqmnsible for the training of all replacements within their 
areas, the Wehrkreis [Ed : the basic military area in Germany under 
tile jurisdiction of a corps-size unit] headquarters later established 
technical training courses of 6 weeks’ duration for tank maintenance 
personnel. Trainees took specialized courses, the completion of which 
qualified them for assignment to depot maintenance installations as 
specialists in the repair of tank chassis, engines, hulls, and transmis- 
sions, and as electricians and electrical welders. 

Advanced training was provided at the depot maintmiance installa. 
tions, where enlisted tank maintenance personnel performed repair 
woi^ under the supervision of civilian technicians and expert me- 
chanics, thus gaining some practical experience before joining a tank 
maintenance unit in the field. Similar advanced training courses were 
also given to armor officers up to the rank of general. 

This type of advanced training offered numerous advantages be- 
cause it provided tank maintenance units with personnel familiar with 
various tank models and skilled in their specialty. During his assign- 
mmit to a depot maintmiance installation, the trainee became thorough- 
ly acquainted with the military repair methods, tools, and equipment 
that frequently differed from the ones he had ^own in civilian life. 
In general, he was not supposed to work with any other tools or 
equipment than those which would actually be available to him in 
the ^d. At the same time, great emphasis was placed on teaching 
the trainee to improvise because in the field some essential item or 
part would often be missing and, if the tank was to be put back into 
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service «s quickly as possible, the repairman would have to use ex- 
pedients. 

When new tank models such as the Panther and the Tiger were 
introduced, specialized training courses had to be conducted for the 
tank maintenance personnel. On such occasions the maintenance units 
in the field found it expedient to send some of their personnel to the 
Wehrkreis schools, where they could familiarize themselves with the 
operation and repair of the new tanks. 

During periods of relative inactivity in the field, the personnel of 
the tank maintenance detachments were often detaUed to the field 
repair shops of the tank maintenance companies. There, the men 
were given on-the-job training based on the lessons learned from 
previous experience and were also instructed in new methods and 
procedures. 
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OPERATIONS 



I. InBivouoc 

In bivouac or assembly areas the tank maintenance personnd were 
dispersed in such a manner that they could easily check the condition 
of the track-laying vehicles, perform minor repairs, and assist the 
tank crews. Except in emergencies, the personnel performed only 
those repairs the battalion motor officer asdgned to them. 

II. Onth«Moich 

Hie smooth functioning of the tank maintenance services could be 
achieved only by carefully planning, routing, scheduling, and direct- 
ing each march movement. Instructions were issued during the daily 
briefing or sent by messenger during periods of radio silence. 

All tank maintenance vehicles were marked very plainly in promi- 
nent places to insure easy identification by the armored units; In the 
performance of their duties, maintenance personnel were authorized 
to overtake any unit on the march. 

a. The Taaik Maintenance Detachments. The basic principle 
applied in planning the march of a tank regiment was to separate the 
track-laying from the wheeled vehicles. As a rule, the track-laying 
vehicles of each tank company were followed by one prime mov» and 
the passenger car. The other elements of the maintenance detach- 
ment normally marched at the end of the column under the supervision 
of the battalion motor officer and made repairs on vehicles that had 
fallen out en route. 

Before a march, the key maintenance personnel were briefed on the 
route to be followed and the destination of the combat and maintenance 
units. 

Whenever a tank became disabled on the march, the maintenance 
detachment leader determined the nature of the damage and, if the 
damage was slight, assigned a crew to perform the necessary repairs 
on the spot. As soon as the tank was repaired, it fell in at the end 
of the march column and resumed its proper place at the next halt 
In the evoit that repairs could not be made on the spot, the tank was 
readied for evacuation, moved off the road so that it would not obstruct 
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traffic, and — there was the possibility of an enemy air attack — 
camouflaged to prevent its total loss. 

The detachment leader then rejoined the column and proceeded to 
the new location, where he prepared a report indicating the munber 
of tanks disabled during the march, th^ extent of damage, unit desig- 
nation number, names of the drivers, and the location of each piece 
of disabled equipment, complete with sketch. Copies of this report 
were submitted to boUi the battalion and regimental motor officers. 

h. The Tank Maintenance Company. When the distance to be 
covered was relatively short, the tank maintenance company moved 
as one serial. On longer marches, the company was subdivided into 2 
or 3 march units, which displaced forward in such a manner that each 
group had at least 3 days of uninterrupted work between moves. Dur- 
ing long-distance marches, tank transporters were occasionally used 
for hauling repaired tanks to the front. 

III. Before and Daring an Attack 

Before an attack the tank maintenance company set up its field 
repair shop as close as possible to the assembly areas; the detachments 
remained with their respective tank companies. At the start of an 
attack, the detachments moved up behind the second wave of the 
attacking forces together with the vehicles of the recovery platoon. 
The leaders of these maintenance elements were briefed on the direc- 
tion of the attack and its objectives. 

The commander of the tank maintenance company was kept in- 
iormed of the progress of operations and was given timely advance 
notice concerning a possible change of location. Before an attack, 
the tank maintenance company was divided into 2 or 3 echelons capa- 
ble of carrying approximately equal workloads, much as during a 
march movement. Command over the individual echelons was exer- 
cised by one of the shop or motor officers. During an attack the for- 
ward echelon operated close behind the combat elements, performing 
those repairs which could not be made by the detachments. The rear 
echelons meanwhile completed the repairs on hand before displacing 
forward. 

The displacement of any echelon depended on the progress of the 
attack. Too frequent change of location was detrimental to unit 
efficiency as each displacement meant the loss of at least 1 workday. 
In submitting suggestions for the employment of his unit, the com- 
pany commander therefore based his recommendations on both tactical 
and operational considerations. 

The maximum distance between field repair shops and the frontline 
was not supposed to exceed 70 kilometers. Any distance beyond this 
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limit resulted in excessive wear and tear of the prime movers and re* 
paired tanks. In areas whmre the roads were exceedingly bad, as in 
Bussia during the muddy seasons in the spring and fall, the Germans 
were often unable to remove disabled tanks to the field repair shops. 
In such instances the disabled tanks were assembled at collecting 
points behind the attack zone, where maintenance company personnel 
eventually caught up with them. 

The employment of maintenance units during night attacks was 
governed by the same principles, but with more emphasis on briefing 
the crew chiefs regarding the direction of the attack and its objectives. 

IV. During Advonc* and Pursuit 

During advances in Bussia, where the Germans initially had abso- 
lute air superiority, the tank maintenance company was moved up to 
within a few kilometers of the scene of fighting before the tanks went 
into action. During forward displacements involving great dis- 
tances, only tanks within a 16-kilometer radius were brought to the 
operating site of the company. Disabled tanks farther ahead along 
the axis of advance were taken to a collecting point designated by 
regimental headquarters as a future operating site. The bulk of the 
maintenance company prepared for forward displacement after the 
tanks at the shop had been inspected for damage and the personnel and 
spare parts requirements had been established. The time needed to 
break camp varied from 3 to 12 hours, depending on the type of quar- 
ters occupied. A detachment was left behind to complete the repairs 
under way while the remainder of the company moved forwurd in 
one body. In some instances, a platoon was sent forward to the new 
location while the remainder of the company repaired disabled tanks 
along the route. The latter procedure was used successfully in 1942 
during the German advance to Stalingrad by way of Kursk and 
Voronezh, a distance of approximately 900 l^ometers. Whenever 
this method was impractical, the disabled tanks were brought forward 
by the recovery platoon. 

During pursuit operations the tank maintenance detachments, hav- 
ing to keep up with the rapidly advancing combat elements, had to 
carry the main burden. If necessary, the detachments were rein- 
forced and issued extra parts. In order to keep a maximum number 
of tanks in serviceable condition, the detachments often performed 
repairs that were beyond the scope of their normal missions. The 
tank maintenance company carried out major repairs exclusively and 
foUowed its tank regiment in long uninterrupted movements. 

Whenever radio equipment of the type us^ by the armored units 
was available, the tank maintenance detachment could improve its 
efficiency by equipping one of the half-track prime movers wi^ a radio 
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set. The detachment leader could thus maintain contact with the 
tank battalion and company commanders and exercise close control 
over the operations of his various crews. The latter could be dis- 
patched to different points and immediately upon the completion of 
one job be directed to the next one. The disadvantage of this pro- 
cedure, however, was that the detachment leader had to monitor all 
traffic in order to determine which messages referred to him or his 
crews. 

V. After an Attack 

As soon as an attack was broken off — ^generally at dusk — the main- 
tenance crews reassembled and pooled their resources until the attack 
was resumed. The crew and detachment chiefs, assisted by an armor- 
er, inspected all tanks to determine which ones were unable to par- 
ticipate in the next attack. The results of their inspections were 
reported to the tank company commander and the battalion motor 
officer. 

Tanks disabled during an advance automatically remained in 
friendly territory. Their recovery was not so urgent because they 
were not in danger of being captured by the enemy. Because of fre- 
quent discrepancies between the reported and actual location of dis- 
abled tanks, units reporting a disabled tank had to pinpoint its loca- 
tion by giving map coordinates. 

After a disabled tank was located, it was quickly prepared for 
evacuation. Tracks and suspensions were checked to determine 
whether the tank could be moved. In the event that the sprocket 
and several bogie wheels were severely damaged, the track was short- 
ened and placed around the idler wheel and the undamaged bogie 
wheels. If the tank was still immobilized, new bogie wheels were 
installed. Normally, this work was performed by the tank main- 
tenance crews. However, the recovery personnel were also capable 
of making such temporary repairs as well as loosening brakes and 
separating connections between the transmission and the steering 
mechanism. 

After the track suspension system was made operative, a prime 
mover was hooked up to the tank by means of a tow bar. Depending 
on the condition of the track and suspension system, the tank could 
be towed from the front or the rear. As a rule, the tracks were not 
completely removed during a towing operation so that the undamaged 
bogie wheels would be protected from unnecessary wear and tear. 
Recovery personnel were- inclined to disregard this principle in an 
effort to expedite the removal of disabled tanks. Tank maintenance 
unit conunanders therefore had to constantly remind their personnel 
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that tanks ^ould not be moved on their bogie wheels and that dis- 
dplinary action would be taken against recovery crews violating 
this order. 

On occasion, some smoothly operating recovery crews were Ci^[>able 
of extraordinary feats snch as the one performed by two 18-ton prime 
movers in Russia. Their crews succeeded in recovering 14 seriously 
damaged tanks during one single night despite the fact that the dis- 
abled vehicles were stuck in deep mud that had frozen because of a 
sudden drop in temperature. 

In Russia two prime movers were usually coupled for the recovery 
of a 40-ton Stalin tank. Occasionally, the much heavier German 
self-propelled antitank gun, the so-called Porsche-Tiger, was recov- 
ered in the same manner. Since prime movers alone were unable to 
meet all requirements, armored recovery vehicles were also employed 
in the Russian theater. Heavy German tanks that ^ere no loi^r fit 
for combat, and captured Russian ones in operating condition^ were 
used for this purpose. 

The transporter was not widely used in the field because it bogged 
down in swampy or rain-soaked terrain. Good paved roads were 
scarce in Russia. Wherever such roads existed, the transporter 
stopped on the improved road ait the point closest to the disabled tank. 
A prime mover then towed the tank to the transporter for loading. 
During the later phases of the Russian campaign, however, tank 
transporters were not issued to organic maintenance units if nonor- 
ganic recovery units possessing such equipment were within reach to 
lend their assktance in an emergency. 

The Germans experienced very few instances in which it was not 
considered worthwhile to recover a disabled tank. The guiding prin- 
ciple was that no tank would be abandoned unless it was blown to 
bits or completely burnt out. In every other case recovery was man- 
datory, even though cannibalization was often the only possible use 
to which the recovered vehicle could be put. 

The disposition of captured enemy tanks often confronted the Ger- 
mans with major problems. Even though the use of captured tanks 
was against standing operating procedures, there were instances in 
which enemy tanks were repaired and employed for the protection of 
service units and for recovery operations. Tank maintenance com- 
pany commanders opposed the repair of captured tanks because it in- 
volved the handling of a complete stock of Russian tank parts in addi- 
tion to familiarizing the shop personnel with the operation of enemy 
equipment. 
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VI. In Stotic Situations 

One of the crucial factors considered in selecting an operating site 
for a tank maintenance company was safety against enemy break- 
through attempts. Even so, it was desirable that the field repair shop 
be located at a minimum distance from the front. Another factor 
that was found to have a favorable influence on the performance of 
the company was the availability of permanent buildings providing 
shelter against inclement weather, of lifting devices, and of rail sid- 
ings. In some rare instances tank maintenance companies were able 
to use the powerplant and some of the machinery they found upon 
moving into a new shop area. 

As soon as the company had moved into its new quarters, the spare 
parts were unloaded from the trucks and stored in a separate building 
situated close to the repair shop. Occasionally, special crews were 
organized to overhaul engines and rebuild assemblies. At Nikopol 
in 1943, for instance, a crew of four mechanics overhauled 20 tank 
engines within 2 months at a time when no spare engines were avail- 
able. Even though, as a rule, the lifespan of a reconditioned engine 
was only about half that of a new one, this improvisation added 20 
urgently needed tanks to the combat strength of the frontline unite. 

In static situations special attention was placed on rescuing disabled 
tanks in areas exposed to enemy observation and fire. For this pur- 
pose a serviceable tank of the same or a heavier type than the disabled 
one would tow the latter by means of a cable to the nearest depression 
or behind a hill offering cover and concealment. At this point 2 or 
3 prime movers would take over and remove the disabled tank to the 
field repair shop. Because of their high silhouette, prime movers 
attracted enemy fire when operating in terrain exposed to enemy ob- 
servation. In order to avoid losing too many prime movers, the main- 
tenance unite improvised low-silhouetted recovery vehicles by remov- 
ing severely damaged turrets from disabled tanks. 

VII. On the Defensive 

During defensive operations the mission of the recovery crews was 
more difficult than during an attack because tanks that became dis- 
abled had to be removed directly from the battlefield. Although the 
combat troops were trained to remove their disabled equipment from 
the range of antitank guns, the recovery crews had to perform this 
function whenever the combat troops failed to do so. In such in- 
stances the recovery crews waited until dark before moving the dis- 
abled tanks from the battlefield and enemy observation. The evacua- 
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tion of disabled tanks to the field repair shop was nsnaUy carried out 
during daylight hours. The recovery platoon leader had to ftuniliar- 
ise himself with every terrain feature in his sector so that he could con* 
trol recovery operations during all hours of the day or night Guides, 
prefarably crew members, directed the recovery vdiicles to ttie dis* 
abled tanks. Difficult terrain, such as swamps, gullies, and ravines, 
dKen caused delay in the recov^ of tanks. Changes in temperature 
also had their effect on operations, particularly a sudden drop, which 
usnaUy resulted in equipment bting frozen fast to the ground. 

Towing heavy tanks over long distances, the Tiger model in par- 
ticular, was very complicated and therefore avoided whenever possible. 
In one instance in Bussia in 1944 an attempt to evacuate a Tiger tank 
tamed out to be a full-scale operation. It had to be intenrupted for 
several weeks because a hard-surface road caved in under two 18-ton 
prime movers, one tank tran^rter, and one Tiger Modd B (King 
Tiger) tank, weighing a total of about 140 tons. Over short distances, 
a superheavy tank sudi as the King Tiger, which weighed 75 tons, 
could be moved by another tank of the same type. 

During defensive operations in whidi armored units were employed 
to support infantry, the organic tank maintenance services were eche- 
loned in depth. The field repair shop was located beyond the range 
of enemy artillery fire and camouflaged against dete^on by enemy 
air reconnaissance. The normal distance frcmi the front varied 
between 16 and 80 kilometers. All roads leading into the diop area 
were camouflaged. Alternate roads were used whenever possible and 
dummy installations set up. Precautions were taken against losing 
any of the shop trudcs because replacements were not immediatdy 
available and had to be requisitioned from the zone of interior. 

Badio communication with regimental headquarters was supple- 
mented by field tdephones. The radio section carried ample wire to 
lay a direct line to the nearest division switchboard. 

The maintenance detachments of the tank companies stood by dur- 
ing d^ensive operations and remained beyond the range of li^t 
enemy artillery. They repaired any slightly damaged tank that with- 
drew from action. With the arrival of darkness they drove up to 
the combat elements, provided the latter were no longer engaged in 
combat. In general, only one vehicle was employed for this purpose 
while the others remained with the tank company’s support echel<m, 
where they performed major repairs. 

If an organic maintenance company or its elemoits became separated 
fnnn its tuik regiment, some other tactical commander would usually 
attempt to assume control over the maintenance personnel. In 1942, 
for example, a tank maintenance company had its field shop at Novo- 
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oherkas^ when the regiment to which it belonged was alerted for 
transfer to France. One maintenance platoon remained behind to em- 
place disabled tanks in defensive positions while the other regimental 
elements assembled near Dnepropetrovsk. The platoon leader had 
orders to follow his company as soon as his work was completed. No 
sooner had the regiment departed than the commander in charge of 
the defense of Novocherka^ attempted to place the platoon under 
his control. The platoon leader prevented this action by having his 
men pack up and leave without delay. 

VIII. During a Retrograde Movement 

During a withdrawal every effort was made to safeguard valuable 
maintenance equipment and leave behind as few disabled tanks as pos- 
sible. The tank maintenance company had to move its field repair 
shop in good time so that it would not become involved in direct com- 
bat. All those tanks which could not be repaired within a short time 
had to be evacuated by rail in order not to delay the retrograde move- 
ment of the company. If existing difficulties in the exercise of com- 
mand were not to be aggravated, the tank maintenance company had 
to be employed as a unit and its commander had to be issued mission- 
type orders. All motor vehicles and parts that were not essential had 
to be evacuated to future operating sites, which were selected on the 
b^s of the availability of technical facilities and protection from 
air attacks. 

Boad conditions were an important factor in considering the feasi- 
bility of successful retrograde movements. In Russia the road condi- 
tions depended almost entirely on the weather. Bain or thaw would 
make the Russian roads impassable for ordinary wheeled vehicles. 
Only track-laying, half-track, and 4 by 4 vehicles were able to negotiate 
such roads. 

In the spring of 1944, for instance, a tank regiment suddenly re- 
ceived orders to withdraw from a bridgehead near Nikopol. It was 
decided that the field repair shop would stay behind and complete 
the repair of the disabled tanks. After the departure of the regiment, 
a sudden thaw set in, and the Russians succeeded in reducing the 
bridgehead. Thousands of German vehicles clogged the only available 
road leading to safety. The vehicles bogged down in the mud and 
were unable to move in any direction. The maintenance company 
personnel, having three heavy prime movers at their disposal, 
attempted to get through by moving cross-country parallel to the 
road. The first day the company advanced only a few hundred meters. 
Its progress was so slow that it was engulfed by the enemy advance, 
losing all its vehicles and equipment. 
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Thereafter, tank maintenance companies were always divided into 
echelons, a highly mobile one remaining near the tuiks in c(Mnbat 
while the remainder of the sh<^ personnel diq>laoed to the rear as a 
group. Command vducles were equipped with radio receivers tuned 
in on the regimental tactical net. By monitoring the traffic, the main- 
tenance company commander and the shop foremen were kept abreast 
of developments at the front and were able to take the necessary pre- 
cautions by evacuating the field repair shop in time. In the event 
contact with regimental headquarters was lost, the maintenance cmn- 
pany commander contacted the nearest tactical ccunmander for 
instructions or acted on his own initiative. 
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CHAPTER 5 
CONCLUSIONS 



I. General 

During World War II the German Army acquired a wealth of ex- 
perience in the field of tank maintenance and recovery. The long 
duration of the war and the distances over which military operations 
were conducted resulted in an extremely high expenditure of tanks, 
compelling the Germans to repeatedly reorganize their maintenance 
services. In Russia the difficulties of tank maintenance were aggra- 
vated by the scarcity of hard-surface roads, the limited capacity of 
the railroad net, and the almost complete lack of technical facilities. 
In addition, the German armament industry was overtaxed, and de- 
ficiencies in war production planning led to a shortage of spare parts. 

In the course of the war it became evident that the factors deter- 
mining the operation of a tank maintenance service varied according 
to theater of operations, technical developments, etc. These varia- 
tions necessitated constant adaptation and improvement in the organic 
structure and equipment of the maintenance units. Consequently, no 
standard tank maintenance system having a general application could 
be evolved. On the other hand, some basic principles worth remem- 
bering can be derived from the German experience in World War H. 

II. Basic Principlos 

a. Equipment. An army’s fighting power depends to a large extent 
on adequate maintenance of its equipment. The importance of this 
principle cannot be overemphasized. Tanks require maintenance to 
the same extent that combat soldiers need medical attention. Under 
certain conditions, such as in Russia where the German ratio of 
strength was approximately 1,000 men to every tank, the loss of a 
tank was far more serious than that of a man. 

h. Personnel. An efficient tank maintenance service must be or- 
ganized before the outbreak of hostilities, otherwise it will not func- 
tion properly during military operations. Failure to provide such 
a service in peacetime cost the Germans heavy losses in tanks and 
equipment. The training of tank maintenance personnel, for instance, 
had been neglected because of the generally accepted assumption that 
men who had worked as automobile mechanics and in related profes- 
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sions in civilian life would instantly qualify for work in a tank main- 
tenance company. With regard to officer personnel^ it was found that 
engineers and technicians were unsuitable for the command of tank 
maintenance units unless they were given thorough military training. 
The civilians who were given direct commissions were primarily con- 
cerned with the repair of equipment. If there was any change in the 
tactical situation, they lacked the ability to initiate independent ac- 
tion and relied too heavily on detailed orders from their immediate 
superiors. In fluid situations such procedures were impractical be- 
cause unit commanders had to be capable of using their own initiative 
and of making the correct decision at the proper time. 

The Germans also found that the 6- week specialized training course 
for tank maintenance personnel was much too short to be really ef * 
fective. Both in the North African and in the Bussian theaters the 
tank maintenance personnel had to operate independently and often 
without the support of major depot maintenance installations. Their 
performance under pressure failed to live up to expectation, and many 
a valuable tank had to be abandoned or destroy^ on the battlefield 
because the maintenance crews were unable to recover or repair it. 

e. Proper Empkaeie. Sudden changes in the tactical situation,, 
unfavorable weather conditions, or the breakdown of a new tank sent 
into battle before being fully tested, may lead to unexpectedly high 
tank losses. In such instances, speed in repairing the disabled tanka 
will be of the essence. The maintenance units in the field will be best 
qualified to cope with emergencies because in tank maintenance, a» 
in other spheres of military service, personnel will perform best if 
they identify themselves closely with their respective unit and its 
equipment. The men will strive hard to accomplish a given task when 
they feel that they form part of a team. 

No mechanic of a tank maintenance detachment or company ad- 
hered to fixed working hours when a deadline for the repair of a tank 
had to be met. On the other hand, tanks that were removed to depot 
maintenance installations in the rear were in transit for an indefinite 
period. Upon arrival at their destination they were handled like any 
other disabled vehicle, no one taking a personal interest in their repair. 
After a delay of many weeks the tanks would occasionally be returned 
to their original unit, but as a rule the tank regiment never saw its 
vehicles again. 

In unusual situations the organic maintenance companies of tank 
regiments should be reinforced with skilled technicians from the zone 
of interior. The employment of such specialists will not only expedite 
the efficient repair of disabled tanks but will also save time and trans- 
port space! since it is much simpler and faster to bring men and spare 
parts to the points where they are needed than to set up additional 
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maintenance shops, not to mention moving disabled tanks hundreds of 
miles to the rear and returning them over similar distances to the 
field forces after they have been repaired. In weighing the pros and 
cons of field versus depot maintenance, the availability of transpor- 
tation should therefore be a determining factor. 

The major part of all repair work should be carried out within the 
framework of the tank regiment so that the maintenance personnel 
work on “their own” tanks. Some German advocates of decentraliza- 
tion went to the extreme of recommending that field maintenance be- 
come the exclusive domain of the maintenance detachments forming 
part of the tank companies. 

d. Tank Deaign. Maintenance requirements must be considered in 
the design of a tank if subsequent difficulties are to be avoided. To 
insure a high percentage of serviceable tanks, the design must be sim- 
ple, the construction sturdy, and the parts easily accessible for service 
or repair. The number of different models must be kept to a minimum. 
Simple, sturdy, and compactly designed tanks will require a smaller 
variety of spare parts and less maintenance than those of a more com- 
plex nature. If, for instance, a tank regiment was equipped with 3 
basic models of tanks, each of which came in 3 or 4 modified types, 
the maintenance ^tem could not possibly function properly. The 
Germans would have done better to retain one standard tank model — 
as the Bussians did with their T34 — and forget about improvements, 
than to constantly introduce new and improved versions for which no 
spare parts were available. In general, a few weeks after a new ship- 
ment of tanks arrived at the Kussian front, most of the vehicles were 
deadlined and many became a total loss, simply because parts whose 
installation would have required only a few hours were missing. This 
criticism does not imply that items of equipment, and tanks in par- 
ticular, should not undergo constant improvement. However, be- 
fore modifying the design of a tank, one must carefully examine 
whether any advantage resulting from such a change will not be lost 
because of the difficulty of obtaining the necessary parts. Every time 
a tank part is modified, the corresponding spare parts issued before 
the change automatically become obsolete and have to be replaced. 
Experienced maintenance officers should therefore be consulted fre- 
quently while a new model is still in the blueprint stage. Changes in 
tank design should be the result of long-range planning and must be 
put into effect ^tematically or they will only tend to weaken the 
fighting power of armored units. 

e. Spare Parts. Tank maintenance requirements must be consid- 
ered in establishing hew tank and spare parts production schedules, 
which in turn are closely interrelated. Under normal circumstances 
the production of a sufficient amount of spare parts should have prece- 
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dfinoe OT«r that of new tanks. Ko advantage can be gained fr<»n 
sending new tanks into o(»nbat if they cannot be repaired for lack of 
spare parts. Some of the new German tanks that arrived in the Rus- 
sian theater needed parts after being driven only a few miles. In the 
German experience, 7 out of 10 repair jobs involyed the replacement 
of parts. 

IIL Summary 

Any nation that anticipates conducting large-scale military opera- 
tions in a distant theater of war can conserve the combat eflkiem^ of 
its armor only if proper tank maintenance is performed in the field. 
An adequate amount of spare parts must be made available to the tank 
maintenance units in order to enable them to function effectively. F<kt 
the proper acc<nnplidiment of their mission, the tank maintenance 
units must also be issued the proper tools and equipment and assigned 
fully trained office and enlisted personneL 
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